118     DOCKETED ITEMS

9004250164 Responds to NRC 900207 Itr re violations noted in insp Repts 50-275/89-
33 & 50-323/89-33.Corrective actions:smoke detectors provided for partial coverage
of RHR removal pump & HXs in Fire Areas 3-8-1,3-8-2,3-0-1 & 3-D-2.
SHIFFER.J.D. Pacific Gas & Electric Co. 90/04/16. Document Control Branch (Docu-
ment Control Desk), 71pp. 53599:208-53599:277.

9005010265 Forwards SALP Mgt Meeting Repts 50-275/90-12 & 50-323/90-12 on
900322.Comments re meeting may be provided within 30 days of Itr date.
ZIMMERMAN.R.P. Region 5, Ofc of the Director. 90/04/16. SHIFFER.J.D. Pacific Gas
& Electric Co. 2pp. 53669:352-53669:356.

-9005010267 SALP Meeting Repts 50-275/90-12 & 50-323/90-12 on 900322 to dis-
cuss recently issued SALP rept for plant.
MENDONCA.M.M.   Region  5,   Ofc   of  the   Director.  90/04/10.  3pp.   53669:354-

9004270258 Forwards Insp Repts 50-275/90-02 & 50-323/90-02 on 900205-14 & notice
of violation. Util should adhere to procedures re method for control of personnel
access into vital areas.Rept & notice of violation withheld (ref 10CFR73.21).
MARTIN.J.B. Region 5, Ofc of the Director. 90/04/20. SHIFFER.J.D. Pacific Gas &
Electric Co. 6pp. 53651:346-53651:351.

9004200525 Suppl 1 to NRC Info Notice 89-070, "Possible Indications of Misrepresent-
ed Vendor Products." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/26.
Consolidated Edison Co. of New York, Inc. 102pp. 53601:131-53601:234.

9004240313 NRC Info Notice 90-027, "Clarification of Recent Revs to Regulatory Re-
quirements for Packaging of U Hexafluoride (UF6) for Transportation." Svc list encl.
TEN EYCK.E.Q. Division of Safeguards & Transportation (Post 870413). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53742:001-53742:099.

9004240359 NRC Info Notice 90-028, "Potential Error in High Steamline Flow Setpoint."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 91 pp. 53601:235-53601:327.

9004240393 NRC Info Notice 90-029, "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment {Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53601:328-53602:067.

9004250159 NRC Info Notice 90-030, "Ultrasonic Insp Techniques for Dissimilar Metal
Welds." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/01.
Consolidated Edison Co. of New York, Inc. 98pp. 53663:084-53663:183.

9005080138 Responds to NRC 900402 Itr re violations noted in Insp Repts 50-275/90-
01 & 50-323/90-01 .Corrective actions:surveillance test procedure revised to include

grocedural step that requires summation of recorded flow rates on indicators.
HIFFER.J.D. Pacific Gas & Electric Co. 90/05/02. Document Control Branch (Docu-
ment Control Desk). 10pp. 53785:194-53785:203.

9005030007 NRC Info Notice 90-032, "Surface Crack & Subsurface Indications in Weld
of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/03.
Consolidated Edison Co. of New York, Inc. 100pp. 53753:104-53753:203.

9004260013 NRC Info Notice 90-031, "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Cement Solidification &
Reporting of Waste Mishaps." Svc list encl.

BANGART.R.L. Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/05/04. Consolidated Edison Co. of New York, Inc. 101pp. 53753:001-
53753:103.

9005090072 Responds to NRC 900404 Itr re violations noted in Insp Repts 50-275/90-
05 & 50-323/9Q-Q5.Corrective actions:auxiliary saltwater pipe coating repaired &
trench backfilled to cover piping.

SHIFFER.J.D. Pacific Gas & Electric Co. 90/05/04. Document Control Branch (Docu-
ment Control Desk). 4pp. 53779:206-53779:209.

9005210133 Discusses final SALP Repts 50-275/89-32 & 50-323/89-32 for period Aug
1988- Dec 1989.

MARTIN.J.B. Region 5, Ofc of the Director. 90/05/07. SHIFFER.J.D. Pacific Gas &
Electric Co. 4pp. 53873:353-53873:356.

9005030120 NRC Info Notice 90-033, "Sources of Unexpected Occupational Radiation
Exposures at Spent Fuel Storage Pools." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/09.
Consolidated Edison Co. of New York, Inc. 103pp. 53742:100-53742:202.

9005160363 Ack receipt of 900504 Itr informing NRC of steps taken to correct violations
noted in Insp Repts 50-275/90-05 & 50-323/90-05.

RICHARDS.S.A. Region 5, Ofc of the Director. 90/05/09. SHIFFER.J.D. Pacific Gas &
Electric Co. 1p. 53865:041-53865:045.

9005040137 NRC Info Notice 90-034, "Response to False Siren Activations." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/10.
Consolidated Edison Co. of New York, Inc. 99pp. 53753:204-53753:302.

9005210132 Informs that util response to NRC Bulletin 88-003, "Inadequate Latch En-
gagement in HFA Type Latch Relays Mfg by GE" acceptable.based on confirmation
that subi relays not in use in Class 1E applications at facility.
ROOD.H. Project Directorate V. 90/05/16. SHIFFER.J.D. Pacific Gas & Electric Co.
3pp. 53865:336-53865:338.

9005220049 Forwards response to violations noted in Insp Repts 50-275/90-02 & 50-
323/90-02 re unauthorized individuals gaining access to vital areas & failure to protect
safeguards matl.Response withheld.

SHIFFER.J.D. Pacific Gas & Electric Co. 90/05/17. Document Control Branch (Docu-
ment Control Desk). 1p. 53879:334-53879:334.

9005230231 Informs that util response to NRC Bulletin 89-003, "Potential Loss of Re-
quired Shutdown Margin During Refueling Operations," satisfactory.
ROOD,H. Project Directorate V. 90/05/17. SHIFFER.J.D. Pacific Gas & Electric Co.
3pp. 53907:117-53907:119.

9005180001 NRC Info Notice 90-036, "Apparent Falsification of State of CT Weight
Certificates." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037, "Sheared Pinion Gear-to-Shaft Keys in Limitorque
Motor Actuators." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.

R. Periodic operating reports & related correspondence

9005010133 "1989 Annual Nonradiological Environ Operating Rept for Diablo Canyon
Units 1 & 2." W/900424 Itr.
SHIFFER.J.D. Pacific Gas & Electric Co. 89/12/31. 10pp. 53619:299-53619:308.

9005020241 "Annual Radiological Environ Operating Rept,Diablo Canyon Power Plant
Units 1 & 2." W/900426 Itr.

ONGA, SHIFFER.J.D. Pacific Gas &  Electric Co. 89/12/31.  111pp. 53674:302-
53675:052.

9004270161 "Rept on Discharge at Diablo Canyon Power Plant During Month of Mar
1990." W/900420 Itr.

TOWNSEND.J.D. Pacific Gas & Electric Co. 90/03/31. LEONARD.W. California, State
of. 34pp. 53632:127-53632:160.

9005210258 Monthly operating repts for Apr 1990 for Diablo Canyon.Units 1 & 2.W/
900515 Itr.

JOYCEJ.C., BEDESEM.P., NOLAN.J. Pacific Gas & Electric Co. 90/04/30. 12pp.
53882:171-53882:182.

9005230079 "Rept on Discharge Monitoring at Diablo Canyon Power Plant During
Month of Apr 1990." W/900517 Itr.

TOWNSEND.J.D. Pacific Gas & Electric Co. 90/04/30. LEONARD.W. California, State
of. 35pp. 53892:260-53892:294.

S. Reportable occurrences, LERs & related correspondence

9004260374 LER 90-002-00:on 900312,Tech Spec 3.9.12 Action b exceeded when
movement of irradiated fuel conducted w/inoperable fuel handling bldg ventilation sys
due to hoses blocking doors. Procedures revised & signs posted on doors.W/900416
Itr.

HUG.M.T., SHIFFER.J.D.  Pacific Gas &  Electric Co. 90/04/16. 8pp. 53602:218-
53602:225.

9005020035 PNO-V-90-020:on 900423,Region V informed by util of recent incidents in-
volving vandalism of two wooden power poles & one steel transmission tower.On
900422,util discovered that vandals had cut in half wooden power pole.Pole repaired.
SCHAEFER.D., MCQUEEN.A. Region 5, Ofc of the Director. 90/04/24. 2pp.
53679:280-53679:281.

9005230013 LER 90-004-00:on 900417,containment ventilation isolation actuation oc-
curred & fuel handling bldg ventilation sys shifted to iodine removal mode.Caused by
personnel error. Personnel counseled.W/900517 Itr.

HUG.M.T., SHIFFER.J.D.   Pacific Gas &  Electric Co.  90/05/17. 7pp.  53904:166-
53904:172.

V. Operator Examinations

9005160345 Provides info re generic fundamentals exam section of operating licensing
written exam to be administered on 900606.List of lodging in immediate area & name
& phone number of regional contact encl.

KIRSCH.D.F. Region 5, Ofc of the Director. 90/05/08. MARTIN.T. Pacific Gas & Elec-
tric Co. 3pp. 53834:318-53834:320.

DOCKET 50-324 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 2

F. Security, medical, emergency & fire protection plans

9005220176 Forwards "Plan for Brunswick Steam Electric Plant Emergency Exer-
cise,900403," containing controller info & simulation data.

LOFLIN.LI. Carolina Power & Light Co. 90/02/14. EBNETER.S.D. Region 2. Ofc of
the Director. 1p. 53881:006-53881:196.

-9005220177 "Plan for Brunswick Steam Electric Plant Emergency Exercise.900403."
* Carolina Power & Light Co. 90/04/03. 190pp. 53881:007-53881:196.

9005020182 Revised EPIPs.including Rev 11 to PEP-02.6.4,Rev 7 to PEP-02.6.8 & Rev
6 to PEP-03.8.2.
MOYER,J. Carolina Power & Light Co. 90/03/29. 28pp. 53672:331-53672:358.

9005030141 Forwards Insp Repts 50-324/90-12 & 50-325/90-12 on 900319-23.No vio-
lations or deviations noted.

JULIAN.CA Region 2, Ofc of the Director. 90/04/25. EURY.L.W. Carolina Power &
Light Co. 3pp. 53705:134-53705:143.

-9005030143 Insp Repts 50-324/90-12 & 50-325/99-12 on 900319-23.No violations or
deviations noted.Major areas inspected:fire protection/prevention & followup on sprin-
kler issue.

HARRIS.J.R., CONLON.T. Region 2, Ofc of the Director. 90/04/25. 7pp. 53705:137-
53705:143.

9005100095 Rev 27 to Plant Emergency Procedure PEP-02.1, "Initial Emergency Ac-
tions."
HARNESS.J.L Carolina Power & Light Co. 90/04/27. 9pp. 53793:092-53793:102.

9005220078 Revised Plant Emergency Plans.including Rev 27 to PEP-02.1 & Rev 32 to
PEP App A.W/900502 Itr.

HARNESS.J.L. Carolina Power & Light Co. 90/05/02. EBNETER.S.D. Region 2, Ofc
of the Director. 15pp, 53902:261-53902:275.a Amends 54 & 53 to Licenses DPR-80 &
